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3.76 (a) 

INDOOR HOUSING FACILITIES- 

A ruffed lemur is being housed in the main room of the bam. with a capuchin housed in a small adjoining room The 
lemur hHd a shelter with a heeling pad, and was being provided external heat tram Iwo porlehle heat lamp* directed 
at tna shatter area. The remainder of lha enclosure did not have any supplemental heal. The ambient temperalure 
was checked between the enclosure wall and the heal lamps, and recorded al Si F 

The capuchin was housed in a room with several cages cl parrots. Heat was provided by a single portable healer. 
The ambienl temperature was measured at 39 F. 

Excessive cold can have serious healll'i consequences. Nonhurnan pri males n indoor housing labilities mu, si be 
mamtamed at a minimum of 45 F te help protccl their health and welfare. 

Correct immediately 

3.76 M 

INDOOR HOUSING FACILITIES- 

- In the barn, aru'Fed lemur and acapoch n arebengHepl in separate rooms The ruffed lemur is housed m the mam 
barn area, while ihE capuchin is in a separate room. Neither room has adequate lighting. In Ihe mein bam area, the 
overhead lights would not work during the Inspection, while the room with the capuchin had only a single light bulb 
which was not sufficient, Inadequate lighting can be stressful to the enclosed animals, and could result in negative 
physical or emctiahal health. Primates housed m indoor enclosures musl be provided a diurnal light cycle, and Ihe 
light must be unilomiiy diffused throughoul the ladlily. The licensee must provide adequate lighting and ensure 
normal day 'night cycles of lighting! ane provided. 

Correct by: Immediately 


3-77 

SHELTERED HOUSING FACILITIES, 

- Nonhuman primates are Deirng held in five sheltered enclosures throughout the facility. Three of the five OkJ rot 
have adequale heating For ihe shellerg. 
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Enclosure HI housing three ringlailed lemurs was being provided heal try two portable heaters. The ambient 
temperature was measured at 32 F The temperature el the shelter ground was measured at 40 F, and ihe tack wall 
measured ai 30 F. 

Enclosure F4 housing two ringtailed lemurs was prodded heat by a heating pad and a light. The ambient temperature 
was 22 F. The indoon'outdoor access door was open Yvhen inspectors firsl arrived at Ihis enclosure. 

Enclosure F2 housing 2 ringtalcd lemurs did not have an actual heat lamp in place The ambienl temperature ol the 
shelter was measured at 23.6 F. and the temperature of the back wall next to Ihe light was measured at 23 F. There 
was a heating pad in place within the shelter . 

Excessive cold can Head to severe health problems far the enclosed animals. Primates housed in sheltered facilities- 
must have the ambient temperature kept above 45F. 

Coned immediately. 


3-81 {a) 

ENVIRONMENT ENHANCEMENT TO PROMOTE PSYCHOLOGICAL WELL-BEING, 

Section 3.61(a) - See al grouping 

There were six enclosures with only one animal present in each: one black handed spader monkey, one white 
throaied capuchin, two black and while rutted lemurs, and two ring tail lemurs- There was no documentation ihai 
-addressed the individually housed nanhuman primates. II these animals are not Compatible with others, this must be 
noted and approved by the attending veterinarian. The individually housed nng tailed lemurs can see other 
nonhuman primates and are separated by wire dividers, The individually housed spider monkey, capuohin and ihe 
two rulled lemurs cannot sad oilier nonhuman primal&e. The environment enhancement plan must include specilic 
provisions io aedress the social needs of nonhuman primates of species known to exisl in social groups in nature. 
Such specilic provisions must be in aocondance with currently accepted professional standards, as cited in 
appropriate professional journal or reference guides, and as directed by the attending veterinarian. 

This- affects s*x. animals. 

To be corrected by 1 May 201 4 


3-81 (b) 

ENVIRONMENT ENHANCEMENT TO PROMOTE PSYCHOLOGICAL WELL-BEING, 

Section 3.61(b) - Env nonmental ennehment 
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The environmental enrichment provided to the nonhuman pr males is not adequate The current enrichment 
plan is a generic document covering all primates that does not take into account any other variables. Thana is no 
plan denoting speafrc enrichment, no log hook or calendar showing that enrichmonl tokos place, and no schedule lor 
'dating or changing the items in the pens. Multiple enclosures did not have enrichment hems in their enclosures. An 
adequate enrichment plan must be developed which addresses ihe needs of each separate species of primate, and 
ihe plan must bo (allowed. This affects. 16 animals. 

To be corrected by 6 May S&i 4 


3.64 fd) 

CLEANING, SANITIZATION, HOUSE KEEPING, AND PEST CONTROL, 

- The building numbered F7 housing the black and white ruffed lemur and the oriental small-clawed otter had an 
excessive accumulation ol rodent feces present on the llanr concentrated along Ihe walls and the cornets of the 
enclosure. The licensee staled that 2 mice were caughl on Sunday but the traps had nol been replaced in the 
external hallway The licensee must eslablish and maintain an effective program For ihe control ol pests to promote 
ihe health and well-being or Ihe animals arid reduce contamination by pests in animal areas. All rodent excreta must 
he removed as needed and an effective program Initialed to control the pests. 

This, affected 2 animals. 

Correct by: 1 March 2014 

3.125 [a} REPEAT 

FACILITIES, GENERAL, 

{3,125)(aJ Structural strength 

"■‘"The wire fsnclng and posts lor the kangaroo enclosure { 2 animals) are loose. The pen has an area where the 
entire lence is leaning outward along with the wooden posl Loose lenctng can lead to harming of the animals, 
escaping or allow other animals entering ihe peri. 

■'""There is a shredeed wooden support post in the tiger enclosure^ animal) with sharp poinis This is a potential 
source of injury to the enclosed animal. This, area needs tc be repaired or replaced! to help prelect ihe health and 
welfare of the an mal. 

The compel shelter is misting a panel, and has a large hole in one of the Irani panels. This poses a risk of injury 
lo the an mal, and also greatly reduces the effectiveness ol the shelter itself 

Al parts of ihe housing facilities mu si bo in good repair. These structures need to bo replaced or repaired. 

To be corrected by. 15 April 2014 

3-131 (a) 

SANITATION, 

A single ch nchilla was be ng held in □. cage inside ihe education cenier There was an excessive 
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accumulation of leoea throughout the cage Tnis causes ncreased contamination to the enclosed animal, and a nsfc 
of illness. Enclosures must he cleaned as often as necessary lb maintain goad husbandry and help protect the 
htallh of lh& enclosed animal. 

Coned by: Immediately 


Inspection amo exit interview conducted with facility nep'esenlatiue 
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